
Houston Scale Co, is a full-service Industrial scale company whose driving purpose is our 
customer. 

The concept for Houston Scale Co, was born from the desire to see a scale service 
company that could bring new technology to the Houston TX. industry. In a 
dependable, accessible and responsible manner, we are true Professionals that have the 
resources, skills and experience to develop cutting edge systems which provide our 
customers economical solutions in demanding industries. With advanced solutions in 
Manufacturing scales, bar code systems, Warehouse scales and Analytical balances. 
Houston Scale Co, strives to identify customer needs even before customers are aware of 
them. 

Allow Houston Scale Co, to handle all your scale needs whether it's servicing and 
maintaining your existing equipment or coordinating future improvements. 

At Houston Scale Co, we maintain accurate, certified weights. Our technicians are trained 
and experienced on the most intricate, analytical lab balances to the multi-ton Railroad, 
Truck and Crane Scale. Our Sales department, represents a wide variety of manufactures 
whose reputations speak for themselves. If you are looking for scales, we can introduce, 
or reacquaint you with vendors like Ricelake, Pennsylvania, GSE, First Weigh, Doran, and 
on and on. And with your scales you may require indicators that range from the "user 
friendly" to the most sophisticated. 

Welcome to Houston Scale Co., your premier distributor for precise, versatile weighing 
equipment. From grams to tons, we provide high quality scales and accessories to meet 
all your weighing challenges.Whether you need a simple scale or a fully integrated 
weighing system, our state-of-the-art equipment performs accurately in any application. 



SERVICE 



Houston Scale Co, has the necessary test weights to test and calibrate all scales. Our 
weights are tested yearly by the State of Texas - Weights and Measures Division, and are 
Traceable back to N.l.S.T. (National Institute of Standards and Technology) 

At Houston Scale Co, we carry 1000 lbs of test weights on the Standard pick-up vehicles. 
We provide copies of the Certificates issued by the State of Texas, to our customers when 
requested. 

Houston Scale Co, is 1SO9001 compliant. We test and calibrate scales, supply the 
necessary paperwork required by your quality system, and provide traceable certification. 
We are looking forward to acquiring ISO 9001 Registration in the near future.. 

-24 Hour Emergency On-Call Service- 
-Our service technicians comply with all state registration requirements. - 
-Scales and Weighing systems are tested to NIST Handbook 44 Standards- 
-All Test weights used for calibration are NIST certified w/ traceable 

standards- 

Three Ingredient Custom Tank System 




This Custom Tank System holds 100 Recipes for 3 ingredient batch process. 

Password protected recipe database 
Controls include: 

• Three Raw material Electronic Ball valves 



• 4 Variable speed Power lnvertors ( 3 Raw Material, 1 Mixer Motor ) 

• Variable Speed/Timed mixer output 

• Allows for operator to "Jog" additional raw material before "Batch Complete" 



Complete Drumfiller System Rebuild 




Features include: 

• Stainless Steel Ball valves 

• Variable Speed Power lnvertors ( controls pumps flow rate and provides "watchdog 
diagnostics" for pump motor ) 

• Stainless Steel Lance 

• Sub-Fill or Top Fill Operation. 
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